Message 


From; Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES.HANCHETT] 

Sent: 6/8/201111:30:59 AM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Julianne.Nassif] 

Subject: Hood for N236 

Hi Julie, 

I spoke with one of Universities Architects' yesterday (Burt Ewart). He thinks if UMass hears from the people who 
made the agreement about the swap of space for renovation, the hood is still possible. If you could ask Grace Connolly 
to contact the UMass personal she dealt with maybe we can still get a hood in N236. 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-2608 
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